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Meeting Held in Director’s C onference Rose 
Administration Building 

15 Jfevewbsr 19$7 
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At the ewrcsxt ewtln g held to disease " banning for inspection under 
» Diserweasnt Agreement,” Hr. Tidwell briefed the greqp an recent develop- 
wote concerning 0„S. policy cm disarmament end each weaker ecenienhed on 
the ability of hie ee^eeeet to contribute to the study of the inspection 
prchlee. It mm «§r©«d that oei would prepare a statement of the «<«*■»*» 
inspection system that could be tolerated by the U.S. , a description of 
the eqnipmnt contained in a typical inspection poet, and a map lowing the 
area# in which the mlniaue number of inspection pm ie should be located. 
Otosr components weald then indicate the area* in which these post# should 
be located to west their Interests as well as those of the inspection 
system. It wap agreed that the group would sect again at the earns tiee 
and in the sane place on 3 December 19 $?, unless 082 me able to complete 
its work in tia» for the meeting to be held at an earlier date. 


V. A, TIDfe'ELL 
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